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Gloucester Cathedral. Founded in 1089, this 
noble edifice was mainly built in the 1 hirteenth Century. 
It is celebrated for its massive Norman masonry, the 
beautiful Choir, the East Window, (the largest in the 
world) and the magnificent Towfr 225 feet high. The 
general plan of the Cathedral is that of a simple cross, 
425 feet long and 128 feet wide. The interior contains 
many monuments, the most important of which is the 
Tomb of Edward II. The Whispering Gallery and Cloisters 
are features to be noticed. 
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